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Doar Jodi and Art, 3/6/31 

We are glad to liear from you, even if without a clear signal onntlio air. Toe bda* 
thoss baddies are stringing you out. It lias bernso long voo were wonderix/jif you are GiC. 

Hope you do make th Xmas virdt. While telldne a^xmt your 105° days. Wo g ot to 
100 a couple of tines but mostly it stnyo aroung 90, which without high hunidity inn 1 1 
that bad. 


I 1 vo ^ust fiadshed a book in the fom of an Affidavit - 112 legal oised pages and 
82 exhibits, almost none of only one page* 111 is doing the xeroxing stnnx m>W| In a 
different day it could liavo done much and with attention would have. How I don t know. 

And I don’t know how much 1811 be able to do to attract nows attention to it. It i 3 
the old 3 poetxo case. I do have much that is new and I think sigixLi'iOfaat. 

Tlie n ight of April 20, wliile we were out to dinner, x began to feel not quite 
right and didn’t know why. Couldn f t put cy finger on anything. Tlv?n the left leg got 
uncomf ortsble .W o got hone and I sajr and raised it and that didn’t help so I got on 
tire soft with it up and vhat cb.dn f t help, so I called tire doctor* He wen net in and ^ 
called ids standby, wire invitod me to cor*) in. I called a neighbor, who corns r and when 
I started to get up, which I ditin^t have to do to use the phone, I found I could not 
use tlmt leg at all. So, I called 'the doctor, and ho prebnbUr saved yy life with t!)e 
forcefulneaii with w i&ch ho told me tho.ro was nohody | in Frederick who could do no an® 
good and tlio one guy who though ho oould and couldn t ion l t in toijn anyway, 30 got tho 
hell down to ^sorgetown as fast as you c on# You # d lose the leg at the: least here. 

.44 

Fortunato^y, tlmt might an vibivloncc was available locally. Previous emergency none 
was. Also fortunately, with a Tir^c paramedical^crow , both oxpsrienced and woman. Tiro 
man was a fan, hardly# They wore wonderful. &;ce they got mo to Georgetown they just 
rouainod 1. the uv;rg:ney room tc bo sure. I did not got forgotten. (I remember that can 
haprxm, from ny volunteer fireman days when I was often the second man in the ambulance# ) 
They ever sent me a card while I was in tho hospital U3 days) 

Lil called Lesar, who rms there end stayed with no until I V'-nt into the operating 
room. One of ny lost mcol Lections is tho doctor tolling him ho could not got off at that 
floor because it open d into the operating room only# 

I knew soiftotlring was wrong but I had no idea what# I was worried# But about 9-9:20 
I looked up end t’nore was the surgeon who* d operated before, inventor of one of the first 
heart valvt-s, Br. Charles Hufna^l, also consultant on Dixon’s surgery. Ho looked worried 
but I fait much better, won though I was aware tliat howio worried. figured out what 
it me /vul '.That to do and then then went alicau and did itri until 2-2:20 a.m. 


A .piece of my own artery came loose just above the inplunt for t&o bypass. I guess 
it was like plaque with teeth. It blocked all throe arteries to tho thiglii andlcg. It 
is amazing that they did it so well I did not require any ti*unsfusion - ir^igLn© going 
into an artery and not requiring more blood- and after I canoe ut of it no pain killers 
or sleeping pills. Although it was g close call I never had a bad day. And it was a close 
call. I remember my blood pressure was so high when it was taken in the emergency room 
they talked about it out Aond# But after the operation, that of a boy again and the heart 
boat that of an athlete. Really. The nurses couldn 1 1 believe it. 


I’m slowed down a but more but I’m hoping for gradual improvement • I caiH stand long 
or walk for long and I’ve gotten some irritations on th<* left foot. I have to be so 
careful* about them I’m walking lees but I look forward to that easing off so I can wall: 
more. Bo3t n^dicino. I iras chopping wood from a wlieelchair before I went bad: last time 
and now I’m splittin ; and sawing it. With care, greatcaroo I use a prining saw a little 
smaller than a carpenter’s saw, only with coarse teeth. I’ve 3 awod about a cord tho past 
10 day 8, some of it up to six M diametor. And I feel much better for it. I have an electric 
chain saw as well as a two-cycle one but I wanted that eiobodse. ...Gottq got to other nail. 
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